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thinks upon this point ; and one need not be astonished if,
in the near future, we see appear the substitute for white
lead, that is to say, an economical product, stable, very
tractable, harmless, with a fine appearance. Science, as M.
Brunetieres has said, has never failed, and always reserves
for us genial surprises.
P.  F.
PARIS, 1911.